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SUBJECT: EXPORT OF SPECTROSCOPY EQUIPMENT TO SOVIET 
UNION 

REF: THE HAGUE 4020 

1 . EXPORTER MAINTAINS SPARE PARTS ARE IN ONE OF THE 
THREE LIGHTEST- WEIGHT CARTONS HELD BY DUTCH AUTHORITIES 
AND SUGGESTS CARTONS BE OPENED AND SPARES REMOVED. 
ALTHOUGH YOU MAY ADVISE DUTCH OF THIS RECOMMENDATION, 
WE DOUBT THEY WOULD TAKE RESPONSIBILITY FOR ANY 
PROBLEMS (READ DAMAGE OR LOSSES) WHICH MAY RESULT FROM 
OPENING CARTONS. 

2. DEPARTMENT, WITH COMMERCE CONCURRENCE, RECOMMENDS 
ALLOWING SHIPMENT OF THE FIVE CASES AND TWO HEAVIEST 
CARTONS, HOLDING THE REMAINING THREE CARTONS UNTIL 
RECEIPT OF VALIDATED LICENSE. CHRISTOPHER 
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